m o 


STATINTL 


l 


s 

O T 
L O 
D 



S 

H T 
I O 
P 


Approved For Release 2001/07/27 : CIA-RDP81B00879R0&1 1000501 48-6 


TRIPLICATE 



INVOICE 

HEWLETT (nO) 

f ® 


Packard 


COMPANY 

Laboratory Instruments for Speed and Accuracy 


150! PAGE MILL ROAD, PALO ALTO, CALIFORNIA 
PHONE DAVENPORT S-7000 


02*04* 




61 09 06 AF 33 

600 4545 V 




WAYBILL NUMBER 

ran 

u 


09 - 28-61 

COLLECT TRUCK 


■HS9H 

E 

E 

09 


01 

02 


MODEL NUMBER 


DESCRIPTION 


218 AR 01 61 TAL DELAY fENERATOR 

SERIAL 4-75 

219 8 DUAL ULSE UNIT 

SERIAL 4-00 

LUS CAL > FORN I A SALES TAX 


NOTE: The abova equipment wee procured under (i.fr. Contracjt AF33 (600)434^0 
and therefore not subject to California sjales tax. 


INVOICE DATE f I NVOiCB NUWlIR 


4 09- -ES- 6 l| 


NET 30 


QUANTITY 

SHIPPED 


001 

001 


UNIT PRICE 


2000 *00 
450*00 


H.P. ORDER NUMU; 


02198 


A M O U N T 


2w00«u< H 


450,u< 
?8.U 
2546.14 r 


ALL CLAIMS FOR iAp$)EfifcVf£Cti£<Qf RGieASSr200^/(ffi/2iZ,6£AAAR©P&IBQf^7^®9i013l)QQ5fl 1 i4S.^alto unless otherwise specified. 

SELLER REPRESENTS THAT THESE GOODS WERE PRODUCED IN COMPLIANCE WITH ALL APPLICABLE REQUIREMENTS OF SECTIONS 6, 7 AND 12 OF THE FAIR LABOR STANDARDS A ;T, 
AS AMENDED, AND OF REGULATIONS AND ORDERS OF THE UNITED STATES DEPARTMENT OF LABOR ISSUED UNDER SECTION 14 THEREOF. 











